






Copy 
15 Oct 


MEMORANDUM FOR: Director of Special Projects 


SUBJECT : Photo Reconnaissance Systems Report No. 114 
I, CORONA 


A. Accomplishments 


The MIF test for Mission 1115-2 was conducted at NPIC 
during the week of 4 October 1971. The results of the analysis 
show slight loss in image quality between buckets one and two. 
Mission 1115-1 has an MIP of 120, while Mission 1115-2 imagery 
has an MIP of 110. The PET Meeting for Mission 1115 was con- 
ducted at NPIC on schedule 13 and 14 October 1971, 


B. Problems 


No major problems. 
Cc. Projected Status 


l. “s Continuing test recycle to backup 


Mission 


2. CR-8 ‘Pre storage preps. 





in Accordance with E. O. 12958 


on. NOV 26 1997 


***NOTICE OF REMOVED PAGES*** 


Pages 2 through 6 are not provided 
because their full text does not contain CORONA, 
ARGON, LANYARD programmatic information. 


